P.I

10. (Continued)

CONTROL

a.  Test meter (Ml)

b.  OFP-STBY-ON

c.  Range Switch

d. NORMAL/DEPRESSED
CENTER SWITCH

Module 5-1

Lesson Topic 5-1-2

PURPOSE

(1)  Selects normal

or offset range
sweep on CRT.

(2)  Selects the
desired range

for PPI display.

(3)  Energizes system
and selects sys-
tem function.

(4) Monitors current
flowing through
strategic system
elements.
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11.   Match each control/indicator listed below
to the correct purpose.

CONTROL/INDICATOR       PURPOSE
a.  Tilt control switch

b.  Gyro power switch

c.   COAC ON-OFF switch

d.   STBY light

(1)  Controls -
elevation of
antenna.

(2)  Indicates
system status.

(3)  Reduces eff-
ects of clut-

'ter.

(4)  Supplies
26vac, 400Hz
excitation to
the gyro.
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